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AFFAIRS OF THE ASSOCIATION 
MEMBERS JOINED SINCE LAST ISSUE OF JOURNAL 

ACTIVE 

Mr. Henry Adams, Cons. Engr., 1263-69 Calvert Building, Baltimore, Md. 

Mr. Mongomery Alexander, Chemist & Bacteriologist, The Gables, Delaware 
Ave., Wilmington, Del. 

Mr. W. F. Anderson, Supt. Water Works, Effingham, 111. 

Mr. Amos Andrews, Supt. Plainfield Union Water Co., Plainfield, N. J. 

Mr. Ray Armstrong, Supt. Water & Sewer Dept., Rome, N. Y. 

Mr. James Barr, M. E., Dept. of Water Works, City Hall, Toronto, Ont. 

Mr. George W. Batchelder, Water Commissioner, 19 City Hall, Worcester, Mass. 

Mr. Ross P. Beckstrom, Supt. Water Works, Rockford, 111. 

Mr. Charles Clyde Behney, C.E., care Simplex Valve & Meter Co., 90 N. Lans- 
downe Ave., Lansdowne, Pa. 

Mr, Patrick H. Bergan, Supt. Water Works, Huntington, Pa. 

Mr. Albert H. Biertuempfel, Board of Water Commissioners, Newark, N. J. 

Mr. Carl P. Birkenbine, Hyd. Engr., Parkway Bldg., Philadelphia, Pa. 

Mr. Charles H. Bliven, Supt. Norfolk County Water Co., Norfolk, Va. 

Mr. L. M. Booth, Prest. L. M. Booth Co., 58 Hudson St., Jersey City, N. J. 

Mr. W. A. Bott, C. E., 640 Midland Building, Kansas City, Mo. 

Mr. James E. Brooks, Prest. Jas. E. Brooks Co., Glen Ridge, N. J. 

Mr. George A. Budelman, Asst. Engr., Whitney Ave., Elmhurst, L. I. 

Mr. Charles B. Buerger, C. E., 170 Broadway, New York, N. Y. 

Mr. George F. Cooper, Secty. & Treas. Water Works, Xenia, Ohio. 

Mr. Samuel W. Cooper, Civ. & Hyd. Engr., Lewiatown, Pa. 

Mr. H. K. Corbin, Contractor, 170 Broadway, New York, N. Y. 

Mr. Homer F. Cox, Chief Engr., Scranton Gas & W. Co., 430 Colfax Ave., Scran- 
ton, Pa. 
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Mr. H. C. Curran, Supt. Water Works, Waterford, N. Y. 

Mr. Francis T. Cutts, Asst. Water Com'r, 312 City Hall, St. Louis, Mo. 

Mr. A. Clinton Decker, Chemist, Bacteriologist & Sanitary Engr., P. 0. Box 

790, Birmingham, Ala. 
Mr. Eobert C. Dennett, Hyd. Engr., care Natl. Board Fire Underwriters, 135 

William St., New York, N. Y. 
Mr. W. H. Dittoe, San. Engr., Ohio State Board of Health, Columbus, Ohio. 
Mr. Mahlon L. Downes, Asst. Supt., Louisville Water Co., Louisville, Ky. 
Mr. J. Arthur Durst, M. E., 112 N. Broad St., Philadelphia, Pa. 
Mr. Cornelius Dwyer, 18 Chuctanunda St., Amsterdam, N. Y. 
Mr. R. A. Easterling, Supt. Elec. St. & Water Works, Union, S. C. 
Mr. William R. Edwards, Supt. Meter Dept. Passaic Water Co., 156 Ellison St., 

Paterson, N. J. 
Mr. Robert Elliott, Water Commissioner, Nashville, Tenn. 
Mr. W. Dayton Frederick, Bridgeton Water Works, Bridgeton, N. J. 
Mr. Henry J. Freiling, Asst. Supt. Water Works, Hannibal, Mo. 
Mr. Dudley K. French, Chemist, Dearborn Chemical Co., 2005 McCormick 

Building, Chicago, 111. 
Mr. Charles B. Gilchrist, Asst. Supt. Water Works, Newburgh, N. Y. 
Mr. August V. Graf, Asst. Chemist, St. Louis Water Works, 34 East Grand 

Ave., St. Louis, Mo. 
Mr. Theo. J. Grayson, Brest. N. J. Water Service Co., 1327 Real Estate Trust 

Bldg., Philadelphia, Pa. 
Mr. Frederick Green, Supt. Commonwealth Water & Lt. Co., 47 Mountain Ave., 

Summit, N. J. 
Mr. Thomas Grieve, Chief Engineer Raritan Copper Works, 88 Market St., 

Perth Amboy, N. J. 
Mr. Edwin W. Hammer, Cons. Engr., Water Commissioner, East Orange, N.J. 
Mr. A. Hardgrave, Civil & Electrical Engr., Room 704, 112 W. Adams St., 

Chicago, 111. 
Mr. R. C. Harris, Com'r of Works, City Hall, Toronto, Ont., Can. 
Mr. John H. Harrison, Kingston Water Dept., Kingston, N. Y. 
Mr. W. H. Harton, Supt. Water Dept., Covington, Ky. 
Mr. C. A. Haskins, Engr. Kansas State Board Health, University of Kansas, 

Lawrence, Kan. 
Mr. Edgar Hodges, City Hall, Johnstown, N. Y. 

Mr. E. Robert Howland, Hyd. Engr., 50 Church St., New York, N. Y. 
Mr. C. H. Hurd, Vice Brest. Indianapolis Water Co., 113 Monument PI., In- 
dianapolis, Ind. 
Mr. Andrew Jacobson, Chemist, Met. Water Dist. of Omaha, Florence, Neb. 
Mr. Alexander Charles Jarvis, 42 Pickwick Road, Dulwich, London, England. 
Mr. William Clayton Jones, 426 Market St., Camden, N. J. 
Mr. J. A. Jordan, Mgr., Cambridge, Md. 
Mr. Harry Chandler Kittredge, Hyd. & San. Engr., 815 German Inst. Bldg., 

Rochester, N. Y. 
Mr. Albert A. Kreiger, Asst. Engr., Louisville Water Co., Louisville, Ky. 
Mr. John J. Kyle, Purch. Agt., Amer. Pipe & Construction Co., 6315 Locust 

St., Philadelphia, Pa. 
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Mr. Frank P. Lannon, Chief Engr., Consolidated Water Co., 1137 Sunset Ave., 

Utica, N. Y. 
Mr. F. B. Leopold, Farmers Bank Bldg., Pittsburgh, Pa. 
Mr. J. C. Lightfoot, Jr., N. J. Water Service Co., 1307 Real Estate Trust Bldg., 

Philadelphia, Pa. 
Mr. M. B. Litch, Supt. & Chemist, Filt. Plant, Steelton, Pa. 
Mr. James H. Long, City Hall, Camden, N. J. 

Mr. Francis H. Luce, Supt. Woodhaven Water Supply Co., Woodhaven, N. Y. 
Mr. W. T. McClenahan, Supt. Water Works, New Kensington, Pa. 
Mr. F. R. McGrath, Supt. Water Works, City Hall, Chambersburg, Pa. 
Mr. F. A. Mclnnes, Div. Engr., Public Works Dept., 23 Saloombe St., Dor- 
chester, Mass. 
Mr. B. B. McReynolds, Supt. Water Works, City Hall, Colorado Springs, Col. 
Mr. C. C. McWilliams, Supt. Bureau of Water, 447 Franklin St., Schenectady, 

N. Y. 
Mr. Earle W. Meckley, Asst. City Engineer, AUentown, Pa. 
Mr. Edwin E. Miller, Asst. Supt. Power Plants, Hackensack Water Co., Wee- 

hawken, N. J. 
Mr. Ambrose Mundy, Supt. Middlesex Water Co., Woodbridge, N. J. 
Mr. L. E. Murphy, Supt. Water Dept., Jacksonville, Fla. 
Mr. Robert B. Owens, B.A., B. E., Government Bldgs., Edmonton, Alberta, 

Canada. 
Mr. R. A. Polglaze, Supt. Water Works, Gadsden, Ala. 

Mr. Albert E. Price, Supt. Mech. Construction, 228 W. 29th St., Norfolk, Va. 
Mr. Stewart Purcell, Asst. Engr. Filt. Divn., Water Dept., Hilton & Baker Sts., 

Walbrook, Baltimore, Md. 
Mr. M. P. Quinn, Fidelity Bldg., Philadelphia, Pa. 
Mr. Joseph Race, City Bacteriologist & Chemist, Ottawa, Can. 
Mr. Frank Leslie Rector, M.D., Bacteriologist, 36 Forty-first St., New York, 

N. Y. 
Mr. S. H. Reynolds, C. E., 901 Boyd Building, Winnipeg, Man. 
Mr. Joseph B. Rider, Cons. Engr., 26 Broadway, New York, N. Y. 
Mr. R. A. Ross, Cons. Engr., 80 St. Francis Xavier St., Montreal, Can. 
Mr. Maurice B. Rudderow, Mgr., Merchantville Water Co., Merchantville, 

N.J. 
Mr. Fred D. Sayer, Borough Engr. & Supt. of Water, Brookville, Jefferson Co., 

Pa. 
Mr. Charles Saville, C. E., 170 Broadway, New York, N. Y. 
Mr. Maurice R. Scharff, Prin., A. E., 2541 Olive Building, Pittsburgh, Pa. 
Mr. Charles E. Schaup, Cons. Engr., 36 S. 17th St., Harrisburg, Pa. 
Mr. Charles W. Sherman, Cons. Engr., 14 Beacon St., Boston, Mass. 
Mr. V. Bernard Siems, Asst. Engr., City Water Dept., Baltimore, Md. 
Mr. Charles H. Smith, M. E., 31 Milk St., Boston, Mass. 
Mr. E. H. Smith, Mgr., N. J. Water Service Co., 3 Ellis St., Haddonfield, 

N.J. 
Mr. L. B. Smith, Mgr., Westmoreland Water Co., Greensburg, Pa. 
Mr. George R. Spalding, Chemist, Hackensack Water Co., New Milford, N.J. 
Mr. Harold C. Stevens, C. E., 150 Nassau St., New York, N. Y. 
Mr. R. M. Taylor, Vice Mayor, City Commission, Jackson, Miss. 
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Mr. Charles N. Thompson, Genl. Mgr., Bucks Hill Water Co., Bucks Hill Falls, 

Pa. 
Mr. v. E. Timonoff, 10 Shirokaia St., Zarskoe Selo, near St. Petersburg, Russia. 
Mr. Robert K. Tomlin, Jr., Managing Editor, Engineering Record, 239 W. 

39th St., New York, N. Y. 
Mr. J. W. Toyne, Supt. Water Works, South Bend, Ind. 
Mr. Seth M. Van Loan, First Asst. to Chief, 4334 Pine St., Philadfelphia, Pa. 
Mr. Max von Recklinghausen, Ph.D., 50 Broad St., New York, N. Y. 
Mr. H. F. Wagner, Chemist, Waterford, N. Y. 
Mr. Patrick Walsh, Chief Engr., Quindaro Station, 3109 Park Ave., Kansas 

City, Mo. 
Mr. H. K. Walt, Vice Pres. & G. Mgr., Moreland Spring Water Co., Jenken- 

town, Pa. 
Mr. Vernon F. West, Treas., Rensselaer Water Co., Box 868, Portland, Me. 
Mr. Warren M. White, Asst Supt., Bergen Water Co., Ridgeway, N. J. 
Mr. Allen E. Whitman, Treas., Hackensack Water Co., Englewood, N. J. 
Mr. James T. Wickham, Engrs. Office, Eastern Div., 700 Grand Trunk St., 

Montreal, Can. 
Mr. Frank L. Wilcox, Cons. Engr., Syndicate Trust Building, St. Louis, Mo. 
Mr. William A. Wilcox, Scranton, Pa. 

Mr. Horace Wilson, Prest. & Genl. Mgr., 404 S. Clayton St., Wilmington, Del. 
Mr. D. Dawson Yeakel, Supt., Oak Lane, Philadelphia, Pa. 

CORPORATE 

Baton Rouge Water Works Co., Baton Rouge, La. 
Columbia Water & Light Co., Columbia, Tenn. 
Eaglesmere Water Co., Eaglesmere, Pa. 
Hanover & McSherry Water Co., Newport, Pa. 
Mountain Water Co., 114 South Front St., Milton, Pa. 
Owego Water Works Co., Owego, N. Y. 

ASSOCIATE 

The Anchor Packing Co., 35 N. Seventh St., Philadelphia, Pa. 
Anderson & White, 2 Wall St., New York, N. Y. 

Mr. J. D. Berg, Vice Prest. Dravo Doyle Co., Diamond Bank Bldg, Pitts- 
burgh, Pa. 
Birch Valve & Mfg. Co., 3719 Broadway, Chicago, 111. 
Mr. Cyrus Borgner, Prest. Cyrus Borgner Co., Philadelphia, Pa. 
Cleveland Metal Joint Co., 5915 Bonna Ave., Cleveland, Ohio. 
Coldwell-Wilcox Co., Newburgh, N. Y. 

The Eynon Evans Mfg. Co., 15th & Clearfield St., Philadelphia, Pa. 
The Kenncott Co., Chicago Heights, 111. 
Charles Lennig & Co., Inc., Bridesburg, Philadelphia, Pa. 
Multiplex Mfg. Co., Berwick, Pa. 
The Permutit Co., 30 East 42nd St., New York, N. Y. 
Pitts & Kitts Mfg. & Sup. Co., Woolworth Building, New York, N. Y. 
Pittsburgh-Des Moines Steel Co., Pittsburgh, Pa. 
Simplex Valve & Meter Co., 208 Chancell St., Philadelphia, Pa. 
United Brass Mfg. Co., Cleveland, Ohio. 
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Members per last report: 

Honorary 7 

Active 869 

Corporate 65 

Associate 113 1054 

Elected: 

Active 112 

Corporate 6 

Associate 16 134 

Tl88 
Losses : 

Active : Died 4 

Resigned 10 

Dropped 44 58 

Corporate: Resigned 1 

Dropped _2 3 

Associate: Resigned 5 

Dropped _2 _7 68 

Present membership 1120 

Present membership : 

Honorary 7 

Active 923 

Corporate 68 

Associate 122 1120 

IN MEMORIAM 

Walter S. Brown, Bethlehem, Pa July 13, 1913 

Charles J. Lewis, Hannibal, Mo February 22, 1914 

John L. Leal, Paterson, N. J , 1914 

Bennbzette Williams, C. E., Chicago, 111 June 22, 1914 

ATTENDANCE AT THE PHILADELPHIA CONVENTION 

Active Members 322 

Associate Members 173 

Guests: Men 214 

Ladies 188 402 

897 
LIST OF EXHIBITORS AT PHILADELPHIA CONVENTION 

Anchor Packing Co. Builders Iron Foundry Co. 

American Bitumastic Enamels Co. Buffalo Meter Co. 

American City Birch Valve & Mfg. Co. 

American Cast Iron Pipe Co. Chapman Valve Mfg. Co. 

Anderson & White Chicago Bridge & Iron Co. 

Borgner Fire Brick Co. H. W. Clark Co. 

Badger Meter Co. Columbian Iron Works 

James Boyd & Bro. Inc. Cleveland Metal Joint Co. 
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East Jersey Pipe Co. 

Electro-Bleaching Gas Co. 

Engineering Record 

Engineering News 

Fire & Water 

Engineering-Contracting 

Ford Meter Box Co. 

Glauber Brass Mfg. Co. 

Grove Electric Indicator Co. 

Hays Mfg. Co. 

Hersey Mfg. Co. 

Harrison Brothers & Co. 

International Steam Pump Co. 

Leavitt Jackson Engineering Co. 

Lead Lined Iron Pipe Co. 

Modern Iron Works 

H. Mueller Mfg. Co. 

Multiplex Mfg. Co. 

Municipal Journal 

National Meter Co. 

National Water Main Cleaning Co. 



Neptune Meter Co. 

N. Y. Continental Jewell Filtration Co. 

Pennsylvania Salt Mfg. Co. 

Permuttit Co. 

Pittsburgh Meter Co. 

Pittsburgh-DesMoines Steel Co. 

Pitts &Kitts Mfg. and Supply o. 

Pitometer Co. 

Rensselaer Valve Co. 

Ross Valve Mfg. Co. 

S.E.T. Valve & Hydrant Co. 

Simplex Valve & Meter Co. 

A. P. Smith Mfg. Co. 

Sanitary Co. of America 

Standard Asphalt & Rubber Co. 

Thomson Meter Co. 

Union Water Meter Co. 

United Lead Co. 

Water Works Equipment Co. 

Thomas Watkins 



1915 CONVENTION 

The 1915 Convention will be held at Cincinnati, Ohio, 

May 11-14 

Mr. John W. Hill is the General Chairman of the Local Com- 
mittee of Arrangements, Mr. Frederick C. Bitgood, Vice Chairman, 
and Mr. Seabury G. Pollard, General Secretary. 

The Complete local organization will be announced in the next 
issue of the Journal. " 

The early organization, the personnel of the committee so far 
effected, promise great things for the Cincinnati convention, and 
it is not too early for members to begin their arrangements for 
attending. 

There will be a Superintendents' Day, and all practical water 
works managers are requested to be ready to contribute something. 
Commence now to ask questions. Send them to the Secretary of 
the Association. Suggest subjects for papers and discussions, and 
gather material for a paper. All members are expected to suggest 
topics to authors for papers for the convention, and to contribute 
papers. 

The Philadelphia convention was a great one, and every member 
should get busy to help make the Cinciimati convention equal it in 
every way. We must not go backwards! 



